DART AEROSPACE LTD 


Description: Plug 


Inspection Dwg: E5375 Rev: A 


INSPECTION SHEET 


Drawing Actual ; 
Tolerance : Accept | Reject 
Dimension Dimension 


@2.19 +0.06/-0.00 
6.00 +0.06/-0.00 
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16.04.05 | New Issue 
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